Pursuant   to  29 C.F.R.   2700.11,   the motion  is  granted.     Citation nos.
333882,  313884,   333887,   330411,   334437  and   their  respective  penalty  are
vacated.

Asarco moved  to withdraw its  notice  of contest   to   the   remaihing
citations.   (Tr.   11).     Pursuant   to  29 C.F.R.   2700.11,   the-motion ii,s   granted.
The   following citations  and  the  corresponding penalties   are   affirmed.

Citation No.                                     Penalty

328535                                              $'   170.00

328537                                                   130.00

333398                                                   130.00

334440                                                   180.00

330412                             225.00

330413                             210.00

330414                             305,00
330416                                                              210.00

334402                             150.00

334403                             210.00

$1,920.00

WEST 79-310-M

Asarco moved  to withdraw its  notice  of contest   to  citation no.   330415
which  is  the  subject  of  this  proceeding-.   (Tr,   12),     Pursuant   to  29  C.F.R.
2700.11,   the motion  is  granted.     Citation no,   330415  and   the  penalty of
.$180.00 are  affirmed.

WEST 81-12-M

The Secretary moved  to withdr?-7 Citation nos.   566731,   566407,   566408,
567031  and 567033  (Tr.   12,  13).     A written motion'Was   also  submitted.

In support   thereof,   the Secretary  stated  as   to Citation  no.   566731
'that he had  insufficient  evidence.   (Tr,     12).     Concerning Citation nos.
566407,  566408 and  567031,   the Secretary  stated   that  Asarco had a program
of regular  inspections  of  the  posts   involved which may have  revealed   that
some were   loose,   the  condition cited by  the  inspector.     Therefore,   the
circumstances may not have constituted  a violation of  the  standard.   (Tr.
13).

As   to Citation no.  567033,   petitioner  stated  that   the blasting wire   in
question was  properly supported,   and  therefore,   no violation  occurred.
Respondent   stated  that   proper  shunting  and  equipment  were  used   and   there
was no  improper handling of  the blasting box  (Tr.   13).     The  Secretary
agreed to  these   facts.   (Tr.   15).

Pursuant   to  29 C.F.R.   2.700.11,   the  Secretary's  motion  is   granted.     The
above citations  and   their  respective  penalties   are vacated.ed   to   168  percent   of  the   permissible   limit   for,  an  eight  hour  ex-
